Digital Scriptorium 


DS Home | About DS | Using The Images | Basic Search | Advanced Search | Help 
Comment on this Record 


Philadelphia, Free Library of Philadelphia, Rare Book Department, Lewis E 078 
Description: ff. i -- 155 6i 

Number of Parts: 2 - Number of Images Available: 6 

Direct Link: http://ds.lib.berkeley.edu/LewisEO078 4 

Language: Latin Country: Germany Century: 15th 


Part 1: ff. 1-155 
Description: - Paper - 211 x 145 mm 


Country: Germany Cardinal point: 

Region: City: 

Assigned Date: s. xyin Searchable Date Range: 1400 - 1415 
Dated by scribe: No Inscribed Date: 

Document: No Number of Scribes: 


Number of Texts: 1 


Text 1: ff. 1r-155v 
Title: Ovido de Monterocherii 
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ff. 3v-4r 
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original spine 
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Part 2: inner bindings 
Description: - Paper - 211 x 145 mm 


Country: Germany Cardinal point: 

Region: City: 

Assigned Date: s. xyin Searchable Date Range: 1400 - 1415 
Dated by scribe: No Inscribed Date: 

Document: No Number of Scribes: 


Number of Texts: 1 


Text 1: inner bindings 
Title: Binding 
Language(s): Latin 


front inner binding 
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front binding 
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back binding 
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